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UNCLASSIFIED 

PAGE 01 BOGOTA 02611 211549Z 
ACTION HEW-06 


Message Text 


INFO OCT-01 ARA-14 ISO-OO EB-08 AGRE-00 TRSE-00 /029W 

072258 212144Z/73 

R 202146Z MAR 78 
FM AMEMBASSY BOGOTA 
TO SECSTATE WASHDC 6991 
INFO AMCONSUL CALI 


UNCLAS BOGOTA 261 1 


FOR FOOD DRUG ADMINISTRATION 


E.O. 11652: NA 
TAGS: SWEL, CO 

SUBJECT: INSPECTION OF LOCAL PHARMACEUTICAL MANUFACTURER 


1 . EMBASSY HAS RECEIVED REQUEST FROM SERVIMEX INTERNATIONAL 
LTDA., OF BOGOTA, CONCERNING INSPECTION OF THEIR FACILITIES 

BY FDA IN ORDER TO RECEIVE AUTHORIZATION FOR THEIR END 
PRODUCTS TO BE IMPORTED INTO THE U.S. 

2. SERVIMEX IS IN THE PROCESS OF COMPLETING A PLANT IN 

CALI FOR THE MANUFACTURE OF PHARMACEUTICAL PRODUCTS, MAINLY 
GENERICS, SUCH AS TABLETS, CAPSULES, LIQUIDS, AND SERUMS FOR 
INJECTIONS. THEIR REQUEST IS FOR INFORMATION CONCERNING 
WHAT ARRANGEMENTS THEY NEED TO MAKE, AND WHOM THEY SHOULD 
CONTACT, FOR SUCH A CERTIFYING INSPECTION. 

3. PLEASE SEND POST INFORMATION IT CAN USE TO ENABLE 
SERVIMEX TO PROCEED WITH THEIR INQUIRY. 

ASENCIO 


UNCLASSIFIED 
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